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ACTION NEA- 12 

INFO OCT-01 EUR-25 ADP-00 PM-07 CIAE-00 INR-10 NSAE-00 

PA-03 RSC-01 USIA-15 PRS-01 L-03 RSR-01 /079 W 

053062 

R 100905Z AUG 73 
FM AMCONSUL ISTANBUL 
TO SECSTATE WASHDC 441 1 
INFO USS INDEPENDENCE 
CINCUSNAVEUR LONDON UK 
CNO WASHINGTON DC 
CTF SIX ZERO 
COMSIXTHFLT 

USCINCEUR VAIHINGEN GERMANY 
AMEMBASSY ANKARA 

UNCLAS ISTANBUL 2590 

E.O. 11652: N/A 
TAGS: MOPS, TU 

SUBJECT: U.S. CARRIER DAMAGES ISTANBUL ELECTRIC AND TELEPHONE CABLES 

REF: (A) USS INDEPENDENCE 061902Z AUG 73 (NOTAL); (B) JAG 
WASHDC 071844Z AUG 73 (NOTAL) 

1. REFTELS REFER TO UNFORTUNATE INCIDENT WHICH OCCURRED 
DURING DEPARTURE OF USS INDEPENDENCE FROM ISTANBUL HARBOR ON 
6 AUGUST. TURKISH PRESS HAS REPORTED EXTENSIVELY ON CABLE 
CUTTING WHICH CUT OFF ELECTRIC SUPPLY AND SOME TELEPHONE 
SERVICE TO ESTIMATED TEN DISTRICTS OF ISTANBUL FOR MORE THAN 
TWENTY FOUR HOURS. 

2. PRESS REPORTS INDICATE DAMAGE WILL TAKE UP TO TWENTY 
DAYS TO REPAIR AT COST VARYING WIDELY BETWEEN FIVE HUNDRED 
THOUSAND AND EIGHT MILLION TURKISH LIRAS. ACCORDING TO MOST 
RELIABLE PRESS REPORT, CUTTING OF CABLE DESTROYED TWO MAIN 
ELECTRIC CABLES AND SERIOUSLY DAMAGED AN UNDERWATER TELEPHONE 
CABLE. 
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UNCLASSIFIED 
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3. CONGEN ASSUMES ADMIRALTY CLAIMS WILL BE FORTHCOMING AS 
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NOTED PARA THREE, REFTEL B. 
MACE 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: POWER TRANSMISSION LINES, PUBLIC UTILITIES, ELECTRIC POWER, NAVAL SHIPS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 10 AUG 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973ISTANB02590 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: ISTANBUL 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730846/aaaabhlh.tel 

Line Count: 68 
Locator: TEXT ON-LINE 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: (A) USS INDEPENDENCE 061902Z AUG 73, (NOTAL); (B) JAG 

Review Action: RELEASED, APPROVED 

Review Authority: kelleywO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 06 SEP 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06-Sep-2001 by reddocgw>; APPROVED <12 FEB 2002 by kelleyw0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: U.S. CARRIER DAMAGES ISTANBUL ELECTRIC AND TELEPHONE CABLES 
TAGS: MOPS, ENRG, TU 
To: STATE 
Type: TE 
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